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WAR DEPARTMENT

BASIC FIELD MANUAL

September 1, 1941
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September 1, 1941

UNITED STATES GOVERNMENT PRINTING OFFICE WASHINGTON: 1941

FM 21-6, List of Publications for Training, is published for the information and guidance of all concerned.

[A. G. 062.11;9-1-41).]

BY ORDER OF .ESECR;TARY OF WAR:

G. C. MARSHALL, Chief of Staff.

OFFICIAL:

E. S. ADAMS, Major General, The Adjutant General.

Sanitary devices for fly, mosquito, louse, and flea control including rat proofing.-No notes.

*8-6. Venereal Disease Control.

Venereal diseases, their lesions and some of their complications, control and prophylaxis.- No notes.

*8-7. First Aid.

General, including first-aid precautions, steps in treatment and varieties of hemorrhage. First-aid treatment of fractures, snake bites, drowning, and transportation of patients.-No notes.

FS 8-8. Principles of Military Epidemiology; Control of Respiratory Diseases; Selection of Camp Sites.


Responsibility, spread, classification, sources, control of sources, and control measures of communicable disease, housing as it affects respiratory disease, and military and sanitary factors in selecting a camp site.-No notes. (Control of Intestinal Diseases, A, B, and C):



8-9. (A) Water Supply and Purification.

Procurement responsibility, requirements, sources, methods of field purification, storage and distribution. (More comprehensive and advanced than 8-3.)--No notes.

8-10. (B) Food Control.

Same scope as 8-4.-No notes.

8-11. (C) Disposal of Wastes in Camps and Bivouacs.

Same scope as 8-1.-No notes.

8-12. Control of Insect-borne Diseases. Same scope as 8-5.-No notes.

8-13. Sanitary Inspection, Reports, Orders and Surveys; Statistical Methods.

Types, basic, military and environmental features of sanitary survey, types of reports, and statistical methods including charts.- No notes.

*8-14. Organization of the Field Army.

Organization of the field army emphasizing the nature and extent of the medical service.-Notes.

8-15. Army Leg Splint, Half Ring, Hinged.

General principles governing the care of fractures and extensive soft tissue injuries of the lower limb, and a demonstration of the use of this splint, in indicated cases.-Notes.

*8-16. Ambulance Loading and Unloading.

A demonstration of ambulance loading and unloading of animal- and motor-drawn ambulances.-Notes.

Medical Service, Infantry Division, Square:

FS 8-17. Unit Medical Service (Medical Detachments). The organization, the establishment of installations by and tactical operations of medical detachments of the infantry division, square.-Notes. 8-18. Section I, Division Surgeon's Office.

The organization and command and staff functions of the division surgeon's office of the infantry division, square.

Section II, Medical Regiment.

The functions and functional divisions of the medical regiment and its tactical dispositions.-Notes.

8-19. Headquarters and Service Company Medical Regiment.

Functions and functional divisions and location of functional activities of the headquarters and service company, medical regiment.- Notes.


	8-20. 1st Battalion (Collecting) Medical Regiment. Organization of collecting battalions, collecting companies and their tactical operation.-Notes.

	8-21. 2d Battalion (Ambulance) Medical Regiment. Organization of ambulance battalions, ambulance c o m pan i es and their tactical operation.-Notes.

	8-22. 3d Battalion (Clearing) Medical Regiment. Organization of clearing battalions, clearing companies and their tactical operation.- Notes.

	8-23. The Medical Battalion.



The organization, combat functions, functions other than combat and the establishment of the various installations of the medical battalion designed to render service for the infantry division (triangular), infantry division (triangular, motorized), and those Units known as corps troops.-No notes.

*8-24. Shelter Tent Pitching.

Details each step in the erection of the single shelter tent and the double shelter tent.-No notes.


Ordnance Department.

*FS 9-1. Small Arms (rifles, pistols, revolvers, automatic rifles).

Captioned photographs of each standard weapon.-Notes.

*9-2. Infantry and Cavalry Accompanying Weapons. Captioned photographs of each standard weapon.-Notes.

*9-3. Small Arms Machine Guns and Mounts.

Captioned photographs of each standard weapon.-Notes.

*9-4. Field Artillery.

Captioned photographs of each standard weapon.-Notes.

*9-5. Railway and Seacoast Artillery.

Captioned photographs of each standard weapon.-Notes.

*9-6. Aircraft and Antiaircraft Artillery-Guns.

Captioned photographs of each standard weapon. This film includes photographs showing progressive development of this subject.-Notes.

*9-7. Aircraft and Antiaircraft Artillery-- Fire Control.


Captioned photographs of each standard instrument. This film includes photographs showing progressive development of this subject.-Notes.



*9-8. Automotive Materiel.

Captioned photographs of automotive materiel.-Notes.

*9-15. Military Explosives.

Captioned photographs of containers and types of powder. Excellent material for training and basic training.-Notes.

*9-16. Small Arms Ammunition.

Captioned photographs and cross section drawings of each type of small arms ammunition. Excellent material for basic training.- Notes.

*FS 9-17. Artillery Ammunition.

Unusual captioned photographs illustrating types of artillery ammunition. Excellent material for basic training.-Notes.

*9-18. Bombs and Pyrotechnics.

Captioned photographs of each type of bomb, nose and tail fuze. Included is a table of bomb assemblies, correct to September 1, 1940. Excellent for basic training.-Notes.

*9-19. Hand Grenades and Trench Mortar Ammunition.

Captioned photographs of each type of ammunition, and containers for shipment and storage in the field. Excellent for basic training.-Notes.

Quartermaster Corps.

*FS 10-20. Quartermaster Battalion (Bakery).

The organization, personnel, equipment and supply of the quartermaster battalion (bakery) and the quartermaster company (bakery) at war strength.-No notes.

10-22. Miscellaneous Quartermaster Units.

Quartermaster company-refrigeration.

Quartermaster company-sales commissary. Quartermaster company-salvage collecting.

Quartermaster battalion-gasoline supply.

The mission; organization to accomplish the mission; transportation and equipment provided; functions, and duties of the specialized personnel of the above listed quartermaster units.-No notes.

10-25. Miscellaneous Quartermaster Units.

Quartermaster company-sterilization a n d bath.

Quartermaster company-depot (supply).

Quartermaster company-railhead.

Quartermaster company-mobile shoe repair.

The mission; organization provided to accomplish the mission; transportation and equipment provided; functions, and duties of the specialized personnel of the above listed quartermaster units.-No notes.

FS 10-27. Quartermaster Squadron Remount and Operation of a Quartermaster Remount Depot.

The organization and operation of the quartermaster remount depot, together with the organization and functions of the quartermaster remount squadron and remount troop.-No notes.

10-29. Graves Registration Units.

Depicts the duties and organization of the quartermaster company, graves registration service, by means of photographs taken during the World War, showing graves registration units carrying out their allotted duties.-No notes.

* 10-33. Automotive Electricity.

Fundamentals and principles of electricity and magnetism, terminology, storage battery operation and maintenance; battery and magneto ignition system; starting and generator system; lighting and other electrical units and systems.-No notes.

*10-34. Automotive Power Transmission Units.

Power transmission systems, clutches, overdrives, transfer cases, power take-offs, propeller shafts and universal joints, final drives, differentials, live axles and bearings; terminology and nomenclature.-No notes.

*10-35. Chassis, Body, and Trailer Units.

Terminology and nomenclature; frames, springs and shock absorbers; suspension and steering systems; wheel alinement, rims and tires; types of bodies, trailer units and trailers.-No notes.

*10-36. Automotive Brakes.

Terminology; braking system; mechanism and construction; mechanical, hydraulic, air, vacuum and electrical systems.-No notes.

*10-37. Diesel Engines and Fuels.

Principles of operations, types, including semi-Diesels, parts and their functions in cluding nomenclature, lubrication and cooling, fuels and fuel systems.-No notes.



*FS 10-38. The Motorcycle.

Description, types and nomenclature of In- .dian and Harley-Davidson, U. S. Army Model motorcycles, description of units, parts and their functions.-No notes.



*10-39. Lubrication.

Theory, source, types, properties, and characteristics of lubricants, selections, problems and use of lubricants, lubrication charts and schedules.-No notes.

*10-40. Hand, Measuring, and Power Tools.

Explains the specific purpose, correct use, and proper care of the common tools of the motor vehicle mechanic.-No notes.

*10-41. The Blacksmith and the Welder.

This explains the purpose and correct use of tools and equipment of the blacksmith and welder.-No notes.

*10-42. The Internal Combustion Engine.

Terminology and definition of terms, principles of operation, types of engines, parts and their coordinated functions; engine lubrication and cooling.-No notes.

*10-43. The' Motor Vehicle.

Automotive nomenclature and terminology, common words, terms and phrases; classification, procurement, designation, registration, and description of military motor vehicles; payloads, weights and types; classification of motor vehicle units and assemblies and their functions.-No notes.

'10-44. Fuels and Carburetion.

Carburetor nomenclature, engine fuels, fuel systems, physics and principles of carburetion; types of carburetors, intake and exhaust systems, superchargers and governors.-No notes.

*FS 10-45. Ford V-8 Reconnaissance Car, Maintenance and Lubrication, Part 1.

A commercial film strip which has been adapted for use as a War Department film strip. The title is self-explanatory.-No notes.

*10-46. Ford V-8 Reconnaissance Car, Engine Tune Up, Part 2.

A commercial film strip which has been adapted for use as a War Department film strip. Title is self-explanatory.-No notes.

*10-47. Ford V-8 Passenger Car, Part 1, Maintenance and Lubrication Services.

A commercial film strip which has been adapted for use as a War Department film strip. The title is self-explanatory.-No notes.

*10-48. Ford V-8 Passenger Car, Part 2, Engine Tune Up.

A commercial film strip which has been adapted for use as a War Department film strip. The title is self-explanatory.-No notes.

10-49. The Machinist.

A series of photographs for use of the instructor in the explanation of the drill press, screw cutting engine lathe, the milling machine, the shaper, grinders, and grinding and power hacksaws.-No notes.

Signal Corps.

*FS 11-1. Basic Signal Communication.

Lettering, message forms, phonetic alphabet, lineman's tools, wire splices, connections for batteries, illustrations of telephones EE-4, EE-5, and EE-8, Army organization and military symbols (92 frames).-Notes.

Armored Force.

FS 17-1. Blocking and Securing Motor Vehicles for Shipment by Railroad.

Illustrates methods of blocking and securing various types of vehicles and guns for ship ment by railroad. Also contains lists showing number, size of standardized blocks and securing materials required for types of vehicles from solo motorcycles to medium tanks. Applicable to all arms and services.-No notes.

FS 17-2. Thomson Submachine Gun, Cal. .45, M1928A1, Mechanical Training.

Covers the characteristics, nomenclature, assembling and disassembling, functioning, care and cleaning, stoppages and immediate action, spare parts and accessories, safety precautions, and ammunition of the Thompson submachine gun, cal. .45, M1928A1.-No notes.

17-3. The Light Tank, M2A4, Description and Characteristics.

Covers general description of the characteristics, nomenclature, certain details of construction and functioning of light tanks. The light tanks, M2A4 and M3, equipped with either gasoline or Diesel engine are described.-No notes.

17-4. The Medium Tank, M2A1, Description and Characteristics.

Covers general description of the characteristics, nomenclature, certain details of construction and functioning of the medium tank, M2A1.-No notes.


	17-5. Signals-Arm and Hand, Flag and Light.- No notes.

	* 20. TRAINING PUBLICATIONS.-a. General.-(1) The lists below show the pamphlets other than confidential or secret, published to .date by number, title, and date of publication, the number of the changes thereto, together with symbols indicating the distribution of each pamphlet.

	(2) Explanation of symbols.-A combination of letters, indicating the headquarters of Regular Army organizations and National Guard organizations in Federal service, and numbers, indicating the specific arms or services to which the



distribution is limited, is used. The meanings of these are as follows:


	(a) Letters. (See also (d) and (e) below.)

	D.-Headquarters of divisions. If more than two copies are issued, see paragraph 7a(2) (b).




	B.-Headquarters of brigades.




	R.-Headquarters of regiments.




	Bn.-Headquarters of battalions or similar organizations.




	C.-Headquarters of companies and similar units.




	1.-Used in combination with the above letters indicates the pamphlet is to be issued to interested organizations only.




	H or L.-H used in combination with the above letters indicates that the pamphlet will be issued to the particular organization specified and higher headquarters; L to particular organization specified and lower headquarters.




	X.-Special distribution as directed by the War Department.




	(b) Numbers.

	1. When not in parentheses, numbers are used to indicate the various arms and services, as follows:

	1. Air Corps.




	2. Cavalry.




	3. Chemical Warfare Service.




	4. Coast Artillery Corps.




	5. Corps of Engineers.




	6. Field Artillery.




	7. Infantry.




	8. Medical Department.




	9. Ordnance Department.




	10. Quartermaster Corps.




	11. Signal Corps.




	12. Adjutant General's Department.




	13. Inspector General's Department.




	14. Finance Department.




	15. Judge Advocate General's Department.




	16. Chaplains.




	17. Armored Force.







	2. When in parentheses numbers indicate the number of copies to be furnished.







	(c) Where a letter is not followed by any numbers, it indicates that the pamphlet is distributed to all the headquarters described by that letter. Numbers following a letter indicate that the distribution is limited to the headquarters of organizations of those arms and services identified by the numbers. Where a dash (-) is used between numbers, it indicates that all the serial numbers between the end numbers are included in the distribution.

	(d) The distribution for Air Corps units will be on the following basis:



Headquarters, Air Force combat command, air forces, and air bases-same distribution as for divisions; Wings-same as for brigades;

Groups-same as for regiments;

Squadrons-same as for battalions;

Separate flights or detachments--same as for companies.

(e) Distribution for medical installations will be on the following basis:

Hospital Center

Medical Department

General Gendral Hospital DHospital Same as for divisions.

Concentration Center Auxiliary Surgical Hospital

General Dispensary

Hospital Train

Medical Laboratory, Army or Same as for

Communications Zone brigades. Medical Examining Unit, Aviation

Medical Laboratory, General

Medical Supply Depot, Army or

Communications Zone

Station Hospital, Communications Zone or Zone of Interior (Symbol SH)

25 beds or under as noted for SH under distribution of manual.

50 beds or under, twice the number noted.

100 beds or under, three times the number noted.

200 beds or under, four times the number noted.

500 beds or under, five tilnes the number noted.

1,000 beds or under, six times Same as for the number noted. regiments

2,000 beds or under, ten times the number noted.

Surgical Hospital Evacuation Hospital Veterinary Station Hospital Veterinary Evacuation

Hospital ~Hospital (Symbol M) Veterinary General

Hospital Convalescent Camp Convalescent Hospital Veterinary Convalescent

Hospital

Attached medical and veterinary detachments-same as for companies.


	(3) Example of symbols.-A pamphlet with distribution symbols D (8); B 7 (2); R 4, 6, and 7 (10); IR 5 (10); Bn 3, 4, 6, 7, and 9 (3); IBn 5 (3); IC 3-7 (10); C 9 (2). Distribution in addition to that provided in paragraph 7a as follows:

	(a) D (8).

	1. Eight copies to the headquarters of all Regular Army, or National Guard in Federal service, Infantry, Cavalry, and Armored Force divisions.




	2. Eight copies to each hospital center, general hospital, Medical Department Concentration Center.










	3. Eight copies to the headquarters, Air Force Combat Command and to each air base headquarters.

	(b) B 7 (2).

	1. Two copies to the headquarters of all Regular Army infantry brigades and National Guard infantry brigades in Federal service.




	2. Two copies to each of the offices of G-l, G-2, G-3, and G-4 at Regular Army and National Guard in Federal service infantry brigade headquarters.




	(c) R 4, 6, and 7 (10); IR 5 (10).



Ten copies to the headquarters of each coast artillery, field artillery, and infantry regiment and to each interested engineer regiment.

(d) Bn 3, 4, 6, 7, and 9 (3); IBn 5 (3).

Three copies to the headquarters of each chemical warfare, coast artillery, field artillery, infantry, and ordnance battalion, and to, each interested engineer battalion.

(e) IC 3-7 (10); C 9 (2).

Ten copies to each interested chemical warfare, coast artillery, engineer, field artillery, and infantry company or similar unit, and two copies to each ordnance company.

b. Field Manuals.--The numbers to be assigned to the pamphlets which have not as yet been numbered in the new series are shown in parentheses in the first column.
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